1. Wells Street Mission 

2. First Baptist 

3. St. John's Episcopal 

4. Washington Street Baptist, 
formerly First Baptist 

5. First Universalist 

6. St. Joseph's RC Cathedral 
7. St. Paul Episcopal 

8. First Presbyterian 

9. Methodist Church (location 
disputed) 

10. Lutheran (unidentified), 
then United Presbyterian 

11. First Unitarian, later Ticor 
Title 

12. Niagara Square Baptist 
13. Niagara Street Methodist, 
later Temple Beth Zion 

14. Methodist Church (location 
disputed) 

15. French St. Peter's RC 

16. Lafayette Presbyterian 
17. Trinity Episcopal 

18. Central Presbyterian 

19. First Unitarian/ Church of 
Our Father, 2" location 

20. Central Presbyterian, 

2nd location 

21. First Universalist/ Church 
of the Messiah, 2"4 location 
22. North Presbyterian 

23. United Evangelical St. 
Paul's 

24. Asbury Methodist 

25. Calvary Presbyterian 

26. Delaware Avenue 
Methodist 

27. St. Michael's RC 

28. French Lutheran, later 
absorbed by German 
SENECA S Tis Lutheran Holy Trinity 
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From: Severance, Frank. Picture 
EXCHANGE _ ST. Book of Earlier Buffalo. Buffalo, 
NY: Buffalo Historical Society, 
1912. 


LOCATION OF OLD DOWN-TOWN CHURCHES. 


CROSS-SHADING INDICATES EDIFICES STILL IN USE AS CHURCHES. OTHERS ARE 
SHOWN IN SOLID BLACK, . 
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